LOURDES  IN  LITCHFIELD 
MONTFORT  FATHERS 

Shrine  Grotto  of  Our  Lady  of  Lourdes.  a  place  of  pil- 
grimage built  by  the  priests  and  brothers  at  St.  Louis  de 
Montforl  Seminary,  Litchfield,  Connecticut. 
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